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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 018731 

63 

ORIGIN COME-00 

INFO OCT-01 ARA-10 ISO-00 EB-07 /018R 

DRAFTED BY COM/BIC/OED/MEPD/LENGLESON/LW 
APPROVED BY EB/OCA/CM/JSIMMONS 
COM/BIC/OED/MEPD/JMSANDS 
COM/BIC/OIM (INFO COPY) 

ARA/CAR/DSTRASSER (INFO) 

017332 

R 240356Z JAN 76 

FM SECSTATE WASHDC 

TO AMEMBASSY PORT AU P INCE 

UNCLAS STATE 018731 

E.O. 11652: N/A 
TAGS: OENC, HA 

SUBJECT: MAJO, PROJECT: THERMAL GENERATING STATION FOR 
PORT AU PRINCE 

REE: A- 180 

1 . MEPD RECEIVED PHOTO COPIES OF COMPLETE SET OF BID 
DOCUMENTS (LESS BLUE PRINTS). OORIEN MACHINERY COMPANY 
OF 900 CHURC STREET, WILMINGTON, DELAWARE, 19899 HAS A 
HIGH LEVEL OE INTEREST AND IS EXPECTING TO BID ON PROJECT. 
BOB WIECZOROWSKI (EX WORLD BANK OEFICIAL) IS A 
CONSULTANT TO OORIEN AND ASSISTING THEM IN THEIR 
MARKETING EEFORT. WE WILL APPRECIATE ANY INTELLIGENCE 
AS TO DOMESTIC AND FOREIGN COMPETITION ON PROJECT. ALSO 
ANY GUIDANCE FROM EMBASSY WILL BE APPRECIATED AS TO HOW 
OORIEN OR OTHER U.S. FIRMS (IF ANY OTHERS ARE BIDDING) CAN 
INCREASE THEIR CHANCES OE WINNING CONTRACT. SISCO 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 JAN 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE018731 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BIC/OED/MEPD/LENGLESON/LW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760028-0758 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 97601 24/aaaaauvi. tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: RowellEO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 JUN 2004 by barnescd>; APPROVED <26 JAN 2005 by RowellE0> 

Review Markings: 

Margaret P. Grafeld 
Declassifled/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJO, PROJECT: THERMAL GENERATING STATION FOR — PORT AU PRINCE 
TAGS: BEXP, HA 
To: PORT AU PRINCE 
Type: TE 
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